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cc; 

Dr van der Eijl, Ms de Lange, Ms Fourie, Ms Rautenbach 


i 

Dear DrUaverdoiben i 


FARMOVS 310/2002 Electronically Heated Cigarettes Smoking System 

i 


We attach the Receipt of Investigational Product and the Receipt of Devices forms for the above- 
mentioned study. 

The storage requir ement s for the cigarettes are not stated, please confirm that they should be stored 
at room temperature (below 25°C). 1 

Could you please send us an Accord Owner’s Guide? 
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Source: https://www.industrydocuments.ucsf.edu/docs/nzlx0001 




















